Amikacin 250mg Injection 


Amikacin 250mg Injection is a trusted antibiotic widely used for treating severe bacterial infections. It belongs to the 
aminoglycoside class of antibiotics, which work by inhibiting bacterial protein synthesis, thus effectively controlling infection. This 
injection is often prescribed for conditions like respiratory infections, urinary tract infections, and sepsis. 


Greycross Healthcare is proud to provide high-quality Amikacin 250mg Injection, ensuring safety, efficacy, and affordability. This 
medication is formulated with precision to meet global healthcare standards, offering dependable results for medical 
professionals and patients alike. 


If you're looking to purchase Amikacin Sulphate 500mg Injection, we also have it available to cater to diverse medical needs. 
At Greycross Healthcare, we understand the importance of having access to a range of pharmaceutical solutions, ensuring we 
cover every requirement. 


Additionally, for those seeking a convenient purchase option, you can buy Amikacin 250mg Injection vial of 2 ml Injection 
online through our trusted distribution channels. We guarantee a seamless ordering experience with timely delivery, ensuring 
your healthcare needs are always met. 


Why choose Greycross Healthcare? With a reputation for excellence, we focus on quality, reliability, and affordability. When 
you buy Amikacin 250mg Injection from us, you invest in a product backed by rigorous testing and unmatched customer 
support. 


Whether you're a medical professional, distributor, or individual in need, trust Greycross Healthcare for your pharmaceutical 
requirements. Our commitment to health and well-being ensures you receive products that adhere to the highest standards of 
care. 


